HEATHKIT 

MODEL VT-1 

VIBRATOR TESTER 




SPECIFICATIONS 

Power Requirements 4 to 6 Volts DC (Variable) 

4 Amperes 

Meter Indications GOOD-BAD 

Size Length 10", width 7 1/8", 

Depth 3 1/2 " 

Shipping Weight 7 Pounds 



METER 



PUSH 
BUTTON 




